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CONFIDENTIAL PARIS 11278 

US OECD 

EXCON 

E.O. 11652: XGDS1 
TAGS: ESTC, COCOM, PL. US 

SUBJECT: US PYRO ANALYZERS TO POLAND IL 1502 

REF: COCOM DOC. (78) 175 (BEWT NOS. 282832 AND 
282925) 

1 . FRENCH DEL RESERVED HIS POSITION ON REFCASE 

APRIL 3 DRAWING THE COMMITTEE'S ATTENTION TO THE FACT 
THAT IN PARAGRAPH 3 OF THE US REQUEST IT WAS STATED 
THAT THE TYPE AK 2930/64 PYROANALYZER WAS USED IN 
RESEARCH AND DEVELOPMENT LABORATORIES IN THE MILITARY 
AREA. THE FRENCH DEL ASKED WHAT GUARANTEES THE US 
AUTHORITIES HAD OBTAINED TO ASSURE THEMSELVES THAT 
THE EQUIPMENT WOULD NOT BE USED FOR MILITARY PURPOSES. 

2. GERMAN DEL ALSO RESERVED ON REFCASE AS HIS 
AUTHORITIES HAD NOT COMPLETED THEIR STUDY. ALL OTHER 
DELS APPROVED. 

3. ACTION REQUESTED: INSTRUCTIONS FOR RESPONSE TO 
FRENCH QUESTIONS. 
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